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1- PURPOSE: 


To provide a comprehensive picture of PT QUI GLorAU Alol4 ojona Logi 
services UWLLb JI @lLsJI pod Lao rGy 


2. DEFINITIONS 
Statistics A branch of mathematics dealing with &or &o Lolz WLAUI E916 Lo €).6 clara 


the collection, analysis, interpretation and presentation GMarasJl GUL! JIS YAjce pu Gi9g Julajo. 
of masses of numerical data. 


3. RESPONSIBILITIES 
3.1 Head of Physiotherapy Obl ells! pouws Yusy — P,I 


3.2 Receptionist JUSiw I LAKG0 - PF 
3.3 PT Staff veubi aLI oåhgo- PP 


4.1 There are two statistical reports, one for each PT and the other for the departmental in general. 
pole UAuiy 6jlaW jAVig. poual Aal: cLa pug &bJ Ula JUA 


4.2 The two statistical reports should be filled the 25 day of each Gregorian month. 
gallto Jai Já ùo fo gy od Laadi JII cdo Lg 


4.3 The PT statistical report should be submitted to the department head. 
Ob! els puuö UL oJI oLa ANI Jad LLa 


4.4 The general statistical report should be filled in by the assigned staff to show the statistical 
productivity of the PT department during the month. 
aLI pau Ää äLaayl äLALYI JABI YrirszoJ! WrQKooJl U5 Wo polsJI USLaa MI py Gi! elo Ly 
Jat JLA oebl 





é=uall ajlig 


Ministry of Health 







RC 


Kingdom of Saudi Arabia 
Ministry of Health 
Baish General Hospital 
Quality Management and Patient Safety 

Patient Safety Committee 


ADMINISTRATIVE POLICYAND PROCEDURE 


APP 


Version 2 


POLICYNUMBER: 


ALL PHYSIOTHERAPY 


TITLE: MONTHLY STATISTICS REPORT 


uai äLaŢȚaVi 


DATE OF ISSUE: | DUE FOR REVIEW: En NUMBER OF PAGES: 
01 JAN 2020 01 JAN 2023 15 JAN 2020 


5.1 Staff statistics reports: 


5.1.1 Every PT member after finishing from 
session should record in the statistics file in the 
reception every working day whether the session 
is in-patient or out patient. 


5.1.2 At the 25 day of each Gregorian month every 
PT member should be submit his statistics report 
to the head of department. 


5.1.3 PT member should be submit number 
session and number of new patient to show his 
productivity. 


5.2 General statistics reports: 


5.2.1 At the 25 day of each Gregorian month Head 
of department collect numbers of statistics reports 
done by the staff and to make the monthly 
statistics report to show the productivity of the 
department. 


5.2.2 A copy of the general statistic report is sent 
to the statistical office, and a copy is kept in the PT 
department. 


5.2.3 The general and PT statistical reports shall 
be presented in the departmental meeting for the 
reference of the staff 


ULLA go lecLaal uj -— o, 


Jowl yó yd gås Já Jau Ul uy- 0,41 
Ld ULI lo uó GauLadl Yo ela! ase 
Guta CLA elow Joc pg Já JUÄiwYI áo 
Uajld LAs; al poyg i ÚA Lo 


ole Way. SalLbo pau Jó ùo fo mg oud- 0,1,F 
oJI YVslLaa Ul 043595 oy a.05 OjjOII 46 guac J4 
POLLO! Luts J 


leol Yá UÍ ua - 0,1,F 
aali ouA hoJl aaco WuuljJi aass pole Mal 


fog.G4. SrlLLo pau JA Wo [0 pgod- o,f, 
QUI G5Las Ul pJ alacÍ &o-y pul Uy 
Sù uiLaal pä yag Vo2KgoJl Lay lö 

rou äJi Lal LAV. 


vila! yjSiI Wo Gaui Jl yl poi - 0,0 
daui ALa misg. caat pou UJI pols 
OLLI! ells fO4LLLS 0. 


doli Laali JJI pya uyy — 0,f,P 
Law! €oajU Gijlaul Eloial 4.6 UL2HgoJl pyjGig 
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6. MATERIALS, EQUIPMENT & FORMS FEP CLE EPA ENYA 


.1 Statistic Record Logbook uol jna Jaw 
. 2 Statistic Form WlsLaawl ase 


7. REFERENCES 


7.1 Ministry of Health Standards aani öjljg Lo V,I 
7.2 CBAHI Standard Guidelines, 2018 C1A, Qua] CBAHI Glaubyl V,F 
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